Canibus Lyrics 


"The Awakening" 


This was not a dream, not a dream 
We've been using your brain's perceptual system as a receiver 
We were able to transmit this information to your thoughts 
And in the next 45 seconds our connection will be severed by our star system 
You will return to your normal state of mind 
You will remember every event we've shown you 
This was not a dream 
We are leaving your conscious state of awareness 
Everything you have seen and heard actually occurred 
But this was not a dream, not a dream 
(Wake up!) 
(Help) 


